DONALD J. TRUMP Com DIT) . CD-134052 M COHEN 


DAA III 


06/16/17 06/16/17 RETAINER - 6/1-6/30/17 35,000,00 35,000,00 


TO: MICHAEL D COHEN ESQ Check 06/19/17 Ck 002741 35,000,00 


DONALD J, TRUMP (Com: DJT) o cp-134002 M COHEN 


Inv Date Invoice Number 
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CONFIDENTIAL DANY_000367 


